HIGHS OF BALTIMORE 
Authorized Cigarette Displays and 
Plan-O-Gram 




1) RJR FPSysteny 111 Enhanced Lighted Display.(One 80 pack tray^ * ; 

2) RJR.FP System III Lighted Display (Tv,'6 pack trays - 24,inch>sigh)^\AXlx. 
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3) RJR Temporary Dump Bin location for all pack’promotions - Dump Bin Displays ym be ;; ^ 

maintained in back room when empty (or next promotion;'" '' v “■ **'■ 


4) RJR Austin MFD unit (3 carton shelves and 2 packtrays on top). 

*This Display must be tagged and merchandised for atl '12 styles. 

5) RJR Doral Display (new 9 tray counter display). 


6A) P. Lorillard Counter Display - Newport. j 

6B) P. Lorillard Counter Display- style. 

7A) BAT Counter Display. 

7B) BAT Counter Display - (Supervisor will place floor display when required). 


Authorized 



Mr. Bill Darnell, Jr. 




Source: https://www.industrydocuments.ucsf.edu/docs/mkbnOOOO 
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